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OEHERAL IH FORMAT I OH: 


The conatructlon of fjETS, began in 1950 and vaa 
completely accompliahad by alare labor from tha Ometroy campa. Tha target 
data for tha completion of TETS waa 1955 


tha inatallation had not baan comp lately aaaamblad, they vara abla to make 
a teat ran of TETS on 7 Norember 195# (mini rar earr of the October 1917 
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'c u m | 


Hevolution) . After the on* -day teat run, TXTS m deactivated aad was aot 
in operation In December 19 5 ft 

Conatructlon of the adain buildings of Aton Blofc, began In 1953 and vae 
coapleted In 1955. and some of the buildings were furnished. Construction 
of Atom Blolt lteelf began in the euoaer of 1954 


In the area planned for the Atom Blo^ only various construction materials were 


assembled. No structure* of any kind had yet been erected 



the target date 

by which Atom Blofac ie supposed to be finished 


is 1959 or I960. 


The relationship of the three construction projects is: TITS Is supposed 
to supply Atom Blo^ vith energy when it is finished, and the admin buildings 
are to provide office space for both TITS and Atom Bloh,. 
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